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Part 11 - Section 2 


Notifications or Orders of interest to a Section of the public 

issued by Secretariat Departments . 


NOTIFICATIONS BY GOVERNMENT 


HEALTH AND FAMILY WELFARE DEPARTMENT 


DECLARED CERTAIN MEDICAL ITEMS AS ESSENTIAL ARTICLE UNDER THE TAMIL NADU ESSENTIAL 

ARTICALS CONTROL AND REQUISITIONING ACT , 1949 . 


[ G.O. ( D ) No. 695 , Health and Family Welfare ( M ) 4th June 2021 , 

வைகாசி 21 , பிலவ , திருவள்ளுவர் ஆண்டு -2052 ) 


No. || ( 2 ) / HFW / 315 ( h ) / 2021 


Under clause ( a ) of Section 2 read with clause ( b ) of sub - section ( 2 ) of Section 3 of the Tamil Nadu Essential 
Articles Control and Requisitioning Act , 1949 ( Tamil Nadu Act XXIX of 1949 ) , the Governor of Tamil Nadu hereby declares 
the following medical items specified in column ( 2 ) below , as essential articles to be sold at the maximum retail price 
specified in column ( 3 ) thereof : 


S.No. 
( 1 ) 


Medical Items 

( 2 ) 


Maximum Retail 
Price ( Rs . ) 

( 3 ) 


1 . 


110.00 


Hand Sanitizer ( 200ml ) ( the prices of other 
quantities of hand sanitizer shall be fixed in the 
proportion of these prices . ) 


2 . 


N 95 Mask ( per unit ) 


22.00 


3 . 


Surgical Mask -2ply ( per piece ) 


03.00 


4 . 


Surgical Mask - 3ply ( per piece ) 


04.00 


5 . 


04.50 


Surgical Mask - 3ply with a layer of melt blown 
non - woven fabric ( per piece ) 


6 . 


PPE Kits ( per unit ) 


273.00 


7 . 


Disposable Apron ( per unit ) 


12.00 
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TAMIL NADU GOVERNMENT GAZETTE EXTRAORDINARY 


S.No. 

( 1 ) 


Medical Items 

( 2 ) 


Maximum Retail 
Price ( Rs . ) 

( 3 ) 


8 . 


Surgical Gown ( per unit ) 


65.00 


9 . 


Sterile Gloves ( per unit ) 


15.00 


10 . 


Examination Gloves ( per unit ) 


05.75 


11 . 


Non - rebreather Mask ( per unit ) 


80.00 


12 . 


Oxygen Mask ( per unit ) 


54.00 


13 . 


Flow meter with humidifier ( per unit ) 


1520.00 


14 . 


Fingertip Pulse oximeter ( per unit ) 


1500.00 


15 . 


Face Shield ( per unit ) 


21.00 


J. RADHAKRISHNAN , 
Principal Secretary to Government . 
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